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SECRET 


22 December 1952 


TO: C/SE, SE/DPP, C/SE-1 

FROM: SE/CPP 

r n 

1. Here is an advance copy of a paper which{ ^ 

w ill send in through channels shortly. It contains recommen- 
dations for action regarding the Committee and has some very 
good ideas in it. 
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